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SUBJECT: COMBINED INDUSTRIAL OUTLOOK REPORT: ELECTRICAL 
EQUIPMENT AND POWER EQUIPMENT 

REP: (A) CERP B-0564; (B) CERP B-0559; (C) STATE CA-9984 
AUGUST 6, 1968 

1 . THE EMBASSY RECOMMENDS THAT THE CERP REPORT ON 
ELECTRICAL EQUIPMENT AND POWER EQUIPMENT BE CANCELLED 
AS A CERP REQUIREMENT FOR FRANCE. THE INDUSTRIES 
COVERED BY THIS REPORT ARE DOMINATED IN PRANCE BY 

THE STATE OWNED MONOPOLY ELECTRICITE DE FRANCE (EDF). 

BECAUSE OF EDF PROCUREMENT POLICIES THESE INDUSTRIES 
PROVIDE MINIMAL EXPORT OPPORTUNITIES FOR AMERICAN FIRMS. 

IN ADDITION TO THIS FACTOR, THE ANNUAL REPORT OF 
ELECTRICITE DE FRANCE (TRAVAUX DTNVESTISSEMENT, 

TECHNICAL OPERATION, RESULTS, RAPPORT D'ACTIVITE) AND 
THE ANNUAL REPORT OF THE "INDUSTRIES ELECTRIQUES ET 
ELECTRONIQUES" ARE AVAILABLE IN WASHINGTON THROUGH 
THE CERPUB PROGRAM. THESE PUBLICATIONS WHICH ARE 
PARTIALLY IN ENGLISH PROVIDE THE INFORMATION WHICH 
WOULD BE INCLUDED IN THIS REPORT. 

2. WE WILL CONTINUE TO REPORT ANY DEVELOPMENTS WHICH 
EFFECT U.S. INTERESTS THROUGH CERP ALERTS. 
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